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NARA RG104, Entry 1, Box 121 


[Abstract:] Reports charcoal furnished by John R. Rowan as of the best quality. 497 4 


The Mint of the United States, 
At Philadelphia, Penn., 
May 27, 1880 


Sir 


In answer to your inquiry regarding the “quality of Charcoal furnished by John R. 
Rowan’, I would respectfully say, I consider it excellent, fully equal, if not superior to any 
furnished this Department, I am strengthened in this view by the opinion of both men who use it 
daily. 


I am, Very Respectfully, 
Your Obedient Servant, 
Chas. E. Barber 
Engraver. 


A. Loudon Snowden, Esq. 
Superintendent. 


